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PKEOTTING: 

AN ADLAKE product of Engin- 
-eering Research 1o meet the 
present day demand for double - 
hung windows of universal 
adaptability to all types ofcon- 
-strucKon. 

SIMPLICITY m design to meet 
Contemporary trends in building. 

DURABILITY of materials with. 

no loss of architectural merit* 
an achievement possible only 
thru the medium of enduring 
metals. 

EFFICIENCY combined with 
ECONOMY afford new oppor- 
-tunities for Architect, Builder, 
and Owner. 

DESIGNED Jor the modern 
trend m building Construction. 
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The adams,Lowe'stLake c 

E lkhAr t, 'India ma . 


NEMEW42W 60-DOUBLE-HUNG-WIN DOWN 
forlhe BUILDING • INDUJTFOY- • 


FF e, Ihe largest producers of bron-ze, 
w aluminum, and skinless sleel windows 



for common carriers, present io Ike building 
inauslry lwo # new windows. We believe 
lhal these windows possess nol only arch- 
-lleclural meril bul unprecedenfed qriali- 
les of efficiency and economy^-rt 
^Ihe ccess of our business kas been 
founded onlbe principle of conserv- 


- alive progress. For over eigbfy years we 
have mef Ike demands of Ike ever-ckang- 
- inq i ndustries wkick we kave served^ 
PpJ rom lime lo lime, as progress demands, 
Id—Jwe will add !o and change our designs 
We Irusl lhal Ike producls shown in Ihis 


calalogue will be considered favorably. 
We hope lhal we shaJl o continue to receive 
Ihe conslruckve criticism which in Ike pasl 
has been courleously given lo us by ofher 
industries. "Wp will always endeavor lo 
design and build lhal which we believe 
lo be best Suiled lo Ihe purpose inlended 


The ADAMS e* 5 WESTLAKE CO. 






Wilson A. $m.ibh 
President. 



ADLAKE DOUBLE ALUMINUM WINDOWS 



ADLAKE STAINLESS STEEL WINDOWS 



ADLAKE CHROME PLATED WINDOWS 



ADLAKE BRONZE WINDOWS 
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SPECIFICATIONS 

NOTE: For public projects refer to home office. 

GENERAL: All windows shall be of the type and kind indi¬ 
cated on the plans and as called for in these specifications, 
and shall be constructed of materials as hereinafter specified. 

SCOPE OF THE WORK: This contractor shall include in his 
work the furnishing of all (Specify Type) double-hung windows 
required for the building, with all necessary hardware, an¬ 
chors, and miscellaneous equipment as hereinafter specified 
for these windows. All sub-frames shall be furnished and de¬ 
livered to the site, to be built in by others. All aluminum or 
bronze facia members shall be shipped with protective crating 
to insure satisfactory delivery. Glass, glazing, putty, field 
painting, and caulking are not included as a part of this 
specification. All field work is to be done by others. 

MATERIALS: All materials used in the manufacture of these 
windows shall be the best suitable for the purpose intended. 
These materials shall meet Federal specifications for their re¬ 
spective kinds where Federal specifications have been written 
regarding materials applicable to windows of these sizes, 
types, and design. 

CONSTRUCTION: Sub-frames: Head, sill and jamb members 
shall be steel, formed to the profile shown in the drawings 
and shall be accurately coped or mitred at abutting intersec¬ 
tions and shall be welded. These sub-frames shall be primed 
at the factory and coated with bitumastic paint where cov¬ 
ered by aluminum facia members. Sub-frames are to be built 
in by others. 



KRUA42-5n-IN-50UD 


MASONRY-WAU 


~ ' -- ncvava, am, unu jumu iacia memDers 

shall be aluminum (or bronze)* machined at the factory to in¬ 
sure a neat installation when applied in the field. All mem¬ 
bers shall be the manufacturer's standard as indicated on the 
drawings. 

SASH MEMBERS: Rails, stiles, and muntins shall be aluminum 
(or bronze) and shall be the manufacturer's standard as indi¬ 
cated on the drawings. All prepared for outside putty glazing. 
(Bead glazing furnished on Type 60 when specified.) These 
sash shall be shipped to the job and glazed by others before 
being installed. All hollow rails and stiles shall have suffi¬ 
cient strength to insure satisfactory members for their respec¬ 
tive uses. All sash shall be securely joined. Muntin joints 
shall be interlocked with flush joints and in the same plane 
as the sash rails and stiles. 

WEATHERSTRIPPING: Non-metallic jamb weatherstrip shall be 
secured to the upper and lower sash rails. This weatherstrip 
shall be a special tightly woven fabric with a high pile, 
woven on a firm, tough backing. This in turn shall be formed 
around a non-ferrous metal channel, the edges of which shall 
securely hold the fabric to insure its long wear. The non- 
metallic weatherstrip used at the head, meeting rails, and 
sill shall be fabricated of the same type of material bound in 
a flat type retainer which shall be inserted in the grooves in 
the sash rails. 

WEATHERSTRIPPING TESTS: Windows from regular production 
shall be subject to infiltration tests before or after shipment. 
The weatherstrip shall be guaranteed to stand Federal Air 
Infiltration Test standards after the window has been opened 
and closed mechanically one hundred thousand times. 

HARDWARE: Sash shall be hung on removable type balances. 
These balances shall be provided with connecting links which 
will provide secure attachment to sash. (For Type 42 and 42A, 
a continuous sash lift shall be formed as an integral part of 
the lower sash bottom rail.) Stainless steel sash locks are to 
be furnished attached to the upper rail of the lower sash and 
shall securely lock the window in a closed position. 

FINISH: All aluminum shall be wheel cleaned before assembly 
to bring the color of the finished surfaces reasonably uniform 
and free from scratches and other serious surface blemishes. 

GLAZING PROVISION: All sash shall be prepared for putty 
glazing. Spring wire clips shall be furnished by the window 
manufacturer. Glass, glazing, and putty to be furnished by 
others. 

SCREENS shall be half sliding (or full)* and shall be furnished 
complete with aluminum (bronze, or steel)* frames, to be wired 
with aluminum (or bronze)* wire cloth. All attaching hard¬ 
ware shall be furnished. 

STORM SASH: The window manufacturer shall furnish alumi¬ 
num frames for storm sash for all windows which are indi¬ 
cated to be equipped with storm sash. The corners of these 
frames shall be joined and screwed together and shall allow 
easy glazing with rubber splines. These frames shall have 
one horizontal muntin in all cases where the glass height 
exceeds 3' 6". Glazing of storm sash is to be by others unless 
otherwise specified. 

* State which. 
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T N the search for efficiency plus economy, architectural 
-L merit has not been sacrificed. Sturdy construction and 
the enduring qualities of aluminum and bronze meet every 
requirement for strength; yet slender meeting rails and 
unobtrusive head, sill, and jamb members make artistic 
appeal to the modern architect. 

BUILT-IN subframes insure BUILT-IN efficiency and economy. 
The rigidly braced, all welded, steel subframe simplifies 
setting into masonry or wood construction. The sash clear¬ 
ances have been predetermined. Neither planing nor fitting 
is necessary. All fastening holes are provided and the 
sash are weatherstripped at the factory. 

Glazing can be done before sash are hung in place. A 
screw driver is the only tool required for complete installa¬ 
tion. The non-metallic weatherstripping is shipped attached 
to the sash. This specially woven fabric of selected wool, 
woven in high pile, insures long life. 

Our research and tests show that these windows can be 
opened and closed 200,000 times and yet no appreciable 
wear on the weatherstrip. 

In buildings where double-hung windows might be em¬ 
ployed, the use of Adlake Bronze or Aluminum windows 
will INSURE beauty, convenience, and durability. 

The Series 42, for windows up to 42" wide, is recom¬ 
mended for residences, apartment houses, and hotels. 

The Series 60, for windows up to 60" wide, is recommended 
for schools, offices, and other types of public buildings. 

These two new windows are produced in the shops of the 
ADAMS & WESTLAKE COMPANY by fine craftsmen who 
have at their disposal the latest and best equipment ob¬ 
tainable. 

To the architect, builder, and owner, who necessarily think 
in terms of the life of a building, the foregoing facts all 
combine to mean permanence. The new Adlake double- 
hung window offers BUILT-IN PERMANENCE, which is 
ultimately, BUILT-IN ECONOMY. 
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ADLAKE WINDOWS are patented and offer 
exclusive features found in no other window. 

NON-METALLIC WEATHERSTRIP, insuring 
dust proof, smooth operating windows. 

BUILTIN SUBFRAMES, insuring built-in econ¬ 
omy, providing for installation of aluminum 
or bronze after the rough work has been 
completed. 

TRIM MOULDINGS, combining economy 
with architectural merit, available to meet 
the requirements of modern and classical 
designs. 

PLASTER GROUNDS to establish true open¬ 
ings. 

UNIVERSAL ADAPTABILITY to all types of 
construction, yet providing the maximum 
glass area within the window opening. 

GRACEFUL LINES, together with slender 
mullions, achieve beauty and enhance the 
value of good design. 
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